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ORIGIN INT-08 

INFO OCT-01 NEA-05 ISO-OO EB-05 RSC-01 SCI-01 /021 R 
66651 

DRAFTED BY: INT:JWO'MEARA 
APPROVED BY: NEA/ARP:GQLUMSDEN, JR. 

08261 1 

R 252044Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY ABU DHABI 

UNCLAS STATE 059307 

PASS TO GRIFFIN OR HOWELL 
E.O. 11652: N/A 
TAGS: BEXP, TI, US 

SUBJECT: FLOATING DESALINATION UNIT FOR ABU DHABI 

RESPONDING TO YOUR PRIORITY MESSAGE HAVE PERSONALLY 
CONTACTED WESTINGHOUSE, ENVIROGENICS AND AQUA-CHEM, 

INC., WITH FOLLOWING RESULTS: 

ENVIROGENICS: FIRST ESTIMATE INDICATES MINIMUM DELIVERY 
16 MONTHS, 24 MONTHS MORE LIKELY. COMPANY LETTER WILL FOLLOW 
WITH DETAILS. 

WESTINGHOUSE: MAKING IMMEDIATE STUDY OF CAPABILITY. WILL 
RESPOND BY CABLE ASAP. 

AQUA-CHEM: HIGHLY QUALIFIED EQUIPMENT SUPPLIER, BUT CURRENTLY 
ON BLACK-LIST. COMPANY HAS THREE UNITS OF SIZE REQUESTED BY 
ABU DHABI IN ADVANCED STAGE OF CONSTRUCTION. COMPANY OFFICIALS 
BELIEVE ONE UNIT COULD BE DIVERTED TO MEET ABU DHABI REQUIRE- 
MENT. APPEARS TO BE BEST U.S. OPPORTUNITY TO MEET DEMANDING 
DEADLINE, BUT BEFORE MAKING ANY STUDY OF TIME SCHEDULE AND 
COST ESTIMATES, AQUA-CHEM NEEDS TO KNOW IF CURRENT BLACK- 
LIST STATUS WILL PROHIBIT ITS PARTICIPATION. IF FAVORABLE 
STATUS CAN BE ARRANGED, AQUA-CHEM WILL PROVIDE QUICK 
AND POSITIVE RESPONSE. KISSINGER 
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